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June 3.   While German troops continued to filter into Syria, Vichy

Government announced that they would defend the country

" without German help " against British attack.
June 4.   R.A.F. raided petrol stores at Beirut (Syria).

The ex-Kaiser died at Doom, aged 82.
June 5.   Germans made their first heavy air attack on Alexandria

and killed more" than 150.
June 6.   President Roosevelt accused German sympathizers in the

United States of spreading " collapse and peace proposals "

stories.
June 7.   It was revealed that the R.A.F. had sunk 83 enemy ships in

twelve weeks of daylight raids.
June 8.   British and Free French forces invaded Syria and pledges of

Syrian independence were given.
June 9.   It was officially announced that 17,000 British troops had

been evacuated from Crete.

The Germans torpedoed the U.S. cargo ship Robin Moor.
President Roosevelt ordered United States troops to break

aircraft factory strike in California.

[June 10, 1941.
1DO not think anyone, however Ministerially-minded, could
possibly complain of the tone, temper and matter of this
Debate. The kind of criticism we have had to-day, some of it
very searching, is the kind of criticism that the Government not
only accept but welcome. All the same, the House will permit me
perhaps to point out that the way in which this Debate came about
was calculated to give one the feeling of SL challenge to the security
of the Administration, and, from the point of view of the advantage
to the country, that raises serious considerations. There were all
kinds of paragraphs and reports which appeared in the papers
about the grave uneasiness and unrest, stating that a Debate on
Crete must take place. The parties were demanding it, the Labour
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